WINNIPEG ROWING CLUB 




SPRING REGATTA 


__ 


June 22nd, 


Officers for the day ! 

Referee : G. F. GALT V Starter : J. L. G. ARMYTAGE Timekeeper : W. H. i 

Clerks of the Course : C. W. JOHNSTONE, J. D. PRATT Judge at turn : G. H. STEAD 

Judges : C. S. RILEY and J. S. HENDERSON 


1st Heat 


H. Trlgge 

Bow 

E. F. Markham 

2 

Jos. Ball 

3 

M. H. Bingman 

Stroke 

versus 

- W. H. Macmillan 

Bow 

C. W. Stuart 

2 

C. F. Carlyle-^ 

3 

Grant Cooper 

Stroke 

2nd Ha at 

R. Gifdlestone 

-Bow 

A. J. R. Barnes 

2 

H. R. D. Hay 

3 

R. A. C. Manning 

Stroke 

versus 

C. S. Howard 

Bow 

E. L. Cross , 

2 

E. G. Joy 

3 

R. J. Inglis 

Stroke 

3rd Heat 

Theo. Monk 

Bow 

J. H. Graham 

2 

G. S. Thornton 

3 

J. C. Munro 

Stroke 

versus 

B. G. Baker 

Bow 

C. Ransby 

2 

E. H. Pringle 

3 

J. W. Burgess 

Stroke 


4th Heat 

W. Butman Bow 

F. E. Cantwell 2 

J. A. Coyle 3 

B. L. Deacon Stroke 

versus 

Bow 
2 
3 

Stroke 


P. Barrett 
J. P. McKinnon 
H. G. Rooke 
A. H. E. Kent 


Sth Heat 

Geo. Saunders Bow 

J. A. Wickson 2 

H. Fuller 3 

E. Beveridge Stroke 

versus 

A. B. Jackson Bow 

F. W. Diggle 2 

R. S. Hooton 3 

H. A. Bright . Stroke 

6th Heat 

R.- W. Hesson Bow 

R. F. Sturgeon 2 

J. E. Adamson 3 

A. M. S. Ross Stroke 

versus 

H. A. Robertson ■ Bow 
R. D. Fraser 2 

E. A. Conde . 3 

J. S. Laycock Stroke 

7th Heat 

V. R. Stevenson Bow 

E. Ormond 

E. W. Marlatt 3 

II. V. Hudson Stroke 

versus 

E. B. Wood Bow 

T. F. Lee 2 

H. Gilmour 3 

W. T. Chisholm Stroke 

8th Heat 

S. Blanchard Bow 

L. Turner 

Endress 3 

F. McDonald Stroke 


versus 

C. Blundell Bow 

H. Mitchell 2 

G. Rogers . 3 

F. Nobbs Stroke 


A. 

E. 

S. 

G. 

H. 
E. 
W. 
A. 


9th Heat 

D. Harris Bow 

A. Duff 

M. Seaward 3 

D. Lynch Stroke 

versus 

M. Aldous Bow 

H. Sumner . 2 

E. Robinson 3 

J. Kerr , Stroke 

10th Heat 

A. Salter Bow 

Pollard 

St Mars 3 

R. Pattinson Stroke 

versus 

Bow " 
2 
3 

Stroke' 


J. H. Riley 
R. L. Dennison 
Geo. Webb 
G. S. Mothersill 


llbh Heat 

T. p. Fortescue Bow 

R. Tait - 2 

E. H. Henderson 3 

S. S. Burton Slroke 

versus 

R. R. Brough Bow 

F. J. Manning 

J. M. Baker 3 

R. R. Murphy Stroke 

12th Heat 


G. P. Baker 

Bow 

W. S Boyd 

2 

V. A. Colquhoun 

3 

F. L. Hesson 

Stroke 

• versus 

F. F. Carruthers 

Bow 

E. H. Wilson 

2 

S. B. Williams 

3 

R. A. Twinning 

Stroke 


13th Heat 

H. Hastings Bow 

A. C. Merrett 2 

E. A. Rowe 3 

C. H. Hutchins Stroke 

versus 

H. W. Ashton Bow 

W. S. LaFresnaye 2 

C. E. Allan 3 

J. A. Thompson Stroke 

14th Heat 

Geo. Bingham Bow 

T. C. Anderson 2 

D. C. McLachlan 3 

H. Anderson Stroke 

versus 

G. W. S. Lewis Bow 

R. E. Neeve 2 

F. C. Baskerville 3 

H. P. Carper Stroke 

15 Heat 


21st Heat 


i 


Winner of 13th Heat 


\ 


25th Heat 


Winner of 21st Heat 


Winner of 14th Heat 




Winner of 2nd Heat 


16th Heat 



vf 


Winner of 3rd Heat 




Winner of 4th Heat 


17th Heat 


22nd Heat* 


Winner of 15th Hoat 


Winner of 16th Heat 


Winner of 22nd Heat 


Winner of 25th Heat 



23rd Heat 


Winner of 17th Heat 


18th Heat 



Winner of 



i 


Winner of 18th Heat 


Winner of Sth Heat 


19th Heat 


24th Heat 


Winner of 9th Heat 


Winner of 19th Heat 


Winner of 10th Hqat 


20th Heat 


Winner of 11th Heat 


Winner of 20th Heat 


26th Heat 


Winner of 23rd Heat 


Winner of 24th Heat 


Winner of 26th Heat 




Winner of 12th Heat 


1907 


. LONG 


FINAL 



































